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LIMITED OFFICIAL USE POSS DUPE 

PAGE 01 STATE 159794 

10 

ORIGIN SY-05 

INFO OCT-01 ISO-OO NEA-10 /016R 

DRAFTED BY A/SY/T: JFPERDEW :MB 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 

088736 

R081320Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY DAMASCUS 
INFO AMEMBASSY BEIRUT 


LIMITED OFFICIAL USE STATE 159794 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: REPLACEMENT LOCK FOR CHANCERY FRONT ENTRANCE 

REF: DAMASCUS 2521 

DAMASCUS FOR RSO, BEIRUT FOR RTC 

1. PER REFTEL, ONE MEDECO ULTRA 700 LOCK FORWARDED TO 
DAMASCUS ON JULY 3, REGISTRATION 2423644. 

2. FOR RTC: SUPPLIES OF MEDECO ULTRA 700 WILL BE FORWARDED 
TO RTC SHORTLY. KISSINGER 
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Copy: SINGLE 
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Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 59794 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:MB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750236-0133 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750776/aaaacqet.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Review Content Flags: 
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